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SUB J : ZANGGER COMMITTEE ANNUAL RETURNS 
REF: IAEA VIENNA A-49; B) STATE 76907 

1. SET FORTH IN PARA. 4 IS LISTING OF TRIGGER LIST ITEMS, IN ADDITION 

TO REACTOR MENTIONED REF. B PARA .4, FOR WHICH LICENSES WERE ISSUED 
DURING PERIOD 1 AUGUST TO 31 DECEMBER 1974 FOR EXPORT FROM U. S. TO 
NNWS NOT PART TO NPT. 

2. IN SUBMITTING THIS INFORMATION TO ZANGGER COMMITTEE SECRETARY, 
MISSION SHOULD POINT OUT THAT IT IS BASED ON LICESES ISSUED DURING 
THE REPORTING PERIOD, NOT ON EXPORTS ACTUALLY MADE. 

CONVERSELY, LISTING DOES NOT REFLECT ACTUAL SHIPMENTS OF TRIGGER 

LIST ITEMS WHICH MAY HAVE BEEN MADE DURING THE REPORTING PERIOD WHICH 
WERE LICENSED PRIOR TO BEGINNING OF PERIOD. 

3. FYI AND USE AS APPROPRIATE IN CASE OF INQUIRIES. DURING THIS 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 STATE 085911 
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OBTAINING SPECIFIC ASSURANCES CONTEMPLATED IN ZANGGER UNDERSTANDINGS 
OR FOR ACCURATELY COLLECTING TRIGGER LIST DATA. HOWEVER, ALL 
APPLICATIONS TO EXPORT SUCH ITEMS WERE SCREENED, PRIOR TO LICENSE 
ISSUANCE, TO ASCERTAIN ON BASIS OF INFORMATION SET FORTH ON 
APPLICATION THAT ITEMS WERE TO BE CONSIGNED TO A FACILITY WHICH 
WAS SUBJECT AGENCY OR EURATOM SAFEGUARDS. FURTHERMORE, LICENSES 
FOR EXPORT OF TRIGGER LIST ITEMS PROVIDE THAT RECIPIENT MAY NOT 
RETRANSFER ITEMS OUTSIDE OF RECIPIENT COUNTRY WITHOUT U.S. 

APPROVAL. WHILE WE ARE CERTAIN THAT NO ITEMS HAVE BEEN LICENSED 
FOR EXPORT FROM U.S. TO UNSAFEGUARDED FACILITIES, IT IS POSSIBLE 
THAT SOME TRIGGER ITEMS WERE LICENSED FOR EXPORT DURING THE 
REPORTING PERIOD WHICH ARE NOT SHOWN BELOW. STEPS HAVE BEEN 
TAKEN AND PROCEDURES ARE BEING STRENGTHENED TO AVOID THIS 
POSSIBILITY IN FUTURE. END DYI. 

4. LICENSES WERE ISSUED FOR THE EXPORT OF TRIGGER LIST ITEMS TO: 

A. INDONESIA: FOR BANDUNG REACTOR CENTER(SAFEGUARDED UNDER 
U.S.-IAEA-INDONESIA TRILATERAL AGREEMENT): PARTS FOR CONTROL RODS. 

B. JAPAN(ALL FACILITIES NAMED ARE SUBJECT TO SAFEGUARDS UNDER 
U.S.-IAEA- JAPAN TRILATERAL AGREEMENT): FOR FUKUSHIMA #4: 

CONTROL ROD; TAKAHAMA #1: ZIRCONIUM CLADDING TUBES FOR FUEL ASSEMBLY; 
CHUBU HAMOKA #1: PARTS FOR FUEL CHANNEL; FUKUSHIMA #1: PARTS FOR 
CONTROL ROD DRIVE AND PARTS FOR CONTROL ROD DRIVE PUMP. 

KISSINGER 
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